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Message Text 


UNCLASSIFIED 

PAGE 01 DOHA 00710 161052Z 

43 

ACTION FBOE-OO 

INFO OCT-01 NEA-10 ISO-OO A-01 FSE-00 /012W 

053861 

P 161031Z JUN 75 

FM AMEMBASSY DOHA 

TO SECSTATE WASHDC PRIORITY 0569 

UNCLAS DOHA 0710 

E.O. 11652: N/A 
TAGS: AFSP, QA 

SUBJECT: FY-1975 FUNDING OF GENERATORS 

1. EMBASSY WOULD BE ABLE TO OBLIGATE FUNDS FOR PROCUREMENT 
OF GENERATORS LOCALLY. BREAKDOWN OF COSTS FOLLOWS: 

2. FOR CHANCERY: 84 KW GENERATOR $18,639.63 

INSTALLATION 7,844.60 

CIVIL WORKS 2,877.70 

TOTAL $29,361.93 

FOR RESIDENCE: 40 KW GENERATOR $12,426.42 

SHIPPING FROM BEIRUT 1 ,308.90 
INSTALLATION 7,395.95 

CIVIL WORKS 2,276.00 

TOTAL $23,407.27 

TOTAL COST FOR BOTH GENERATORS $52,769.20. 
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Copy: SINGLE 
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Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975DOFIA00710 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750208-1007 
From: DOHA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750644/aaaabnpv.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
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Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
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